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TAGS: ENRGEINDCG 

SUBJECT: WESTINGHOUSE AND INGA DAM 

1. DEPARTMENT REQUESTED PASS FOLLOWING MESSAGE 
ASAP FROM DAVID DAWSON, VICE PRESIDENT, WESTINGHOUSE 
ELECTRIC. 

2. QUOTE: FOR WESTINGHOUSE VICE PRESIDENT HARRY 
JONES, WASHINGTON OFFICE, 202 833-5070. PLEASE PASS 
URGENTLY TO HAIGHT AND WEAVER UNDERSTAND THAT BY 
PRESIDENTIAL DECISION WESTINGHOUSE WILL NOT RPT NOT 
HAVE THE OPPORTUNITY TO EXERCISE ITS OPTIONS FOR 
THE SECOND PHASE OF INGA TWO AS PER PRESENT 
CONTRACT. SUGGEST YOU CONTACT DAHLMANN (ACEC) FOR 
DETAILS. PROVINCIAL TOWN RUMORS HERE IN LUBUMBASHI 
ALSO INDICATE POSSIBLE DIFFICULTIES WITH ACEC PART OF 
TWO BUT THIS IS DOUBTFUL AND VERY UNCONFIRMED. I AM 
STUCK IN LUBUMBASHI UNTIL SUNDAY NIGHT AT THE 
EARLIEST. REGARDS. UNQUOTE. JUNIOR 

NOTE BY OCT: NOT PASSED TO WESTERN HOUSE. 
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